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i. The main office of the Central Institute of Statistics is located in 
Bucharest on the General idagheru Boulevard No. 5. The General Directcr 
is Gheorrthe Mihoc; the Technical Director is Gheorghe Bijis the Assistant 
Director is Petru Mica. There is also a Soviet adviser. 
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2, Thea Industrial Section is also located in the same building on General 
wagheru Boulevard, The Industrial Section ccnsists of the following tnits: 


ao Textile 

b. ietallurgical 
ec. hlectromagnetis 
‘de. Srall industry. 


The Industrial Section consists of 1,700 exaployees, mostly wonen. An armor 
plated room is being built in the basement of this buiidine to store secret 
records. 
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The Financial and Comercial Section is located on Strada Brezoianu. The 
Director is a certain siiasnikoy and his assistant is Carlo Hrovat. About 
200 exployees work here. 
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The Mechanical Section has its hexndguarters on Strada Brezoianu. ‘The 
Director is Victor Popodol and his assistant is Bosh Dimitriu. 


5, The Administrative Section is located on Strada Serban Voda. ‘na office 
chief is Ioan Lazareseu. This section has 18 employees. 


6, The Agricultural Section is located on Splaiu Urirei No. 28. About 
400 persons are eavloyed in this section. The Director is Petru Onice. 


7. Durine 1950 the Statistical Institute bought 300 electric calculating 
machines in Sweden, During 1950 the Soviets provided the Statistical Institute 
with Gernan Triunf and OlLinpia calculating machines. 
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